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NOTES 
1. PRIOR TO ASSY REMOVE ALL BURRS AND SHARP 
EDGES OF REFS 01, 02, 03 & 04. 
2. PART MAY BE MANUFACTURED FROM SUITABLE M20001 
HINGE MACHINED TO SUIT. 
3. FINISH:- PRIOR TO ASSY, SULPHURIC ANODISE REFS 1,2,3 & 4 TO 
DEF. STAN. 03-25. 
PRIME REFS 1, 2, 3 & 4 USING REFS 06, 07 & O08. 
4. CUT HINGE PIN REF 05 TO SPECIFIED LENGTH AND 
BREAK CUT EDGES. 
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PER PER 
REF PART NUMBER | Assy | Assy DESCRIPTION MATERIAL /REMARKS 
PORT STBD 
01 | QB21934-ND 1 HINGE MS20001-6 TYPE H 
02 | QB21935-ND 1 HINGE MS20001-6 TYPE H 
03 | QB22008-ND 1 HINGE MS20001-6 TYPE H 
04  QB22032-ND 1 HINGE MS20001-6 TYPE H 
05 | QB22049-ND 1 HINGE PIN MS20253P2 -600 
06 | QD3088-133 | A/R PRIMER --- 
07  QD3088-134 | A/R CATALYST eee 
08 QD3088-135 | A/R THINNERS stale 
(ALE) Pall Corporation 
DRG CHC CLARK R RTSMOUTH, ENGLAN 
paoseof | 
renal 
DSGN APR E C BULA 26 SEP 2014] Ae. | U0088 QB2204 /7/QB22048 Per 
fcowTancT NG SCALE isi vera [Seer A OF A 


CAD LOCATION 


QB22047/0B22048 


DRG NO 


